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Estey Organ Company, 


BraTTLesoro, VERMONT, U. S. A. 





ALL CASES IN SOLID WALNUT. 





THE Estey OrGAN Tutor, 
KING-HALL, AutHon. 


Pant Finse is devoted to the Rudiments of Music up to the 
Biijece oflateralsaudil oemetion'er Seales: 

"Pant SECOND col Factical tnstuctions ia, Playing 
Pesaceaiy eaten crater a eestccolet eaten 
specially witten or ananged for the Estey OxcaN. 






Estey New ParlorModel. 





Ain; Depth, 1 ft 73% im. 
ain Ths, 






STYLE 1515. 
22 Guis. 
Cove, ‘ HarsinceR.”* 


Nise Srors. Two Sets of Reeds. 


Estey New Boudoir Model. 





Height, 6 241m.5 Length, Aft, Gin; Depth, £10 in. 


Weight, boxed, 3451 


STYLE 1625. 
aereui 
Cove, " Harvest.” 
STYLE 1612. 
mezeiauate a 
Cove, " Hanmisss.” 


STYLE 1627. 
27 Guis. 
Cove, “Hatonere.” 


Nixz Stovs. Two Complete Sets of 
Reeds. 





Exeven Srors. One and four-fifths 
Sets of Reeds, with Octave Coupler 
and Sub-Bass. 





Exuvex Srovs. ‘Two and onedfifth 
Sets of Reeds, with Octave 
Couplers. 


== 


Estey Boudoir Organ. 


STYLE 450. Nine Srors. Two Complete Sets of 
25 Guis. Reeis. 
Cove," Graturrous.” 


STYLE 448, kuevex Srors. One and three-fifths 


26 Guis. and onedfifth Sets of Reeds, with 
Cove, “ GraTievine.”” Octave Coupler and Sub-Bass. 
STYLE 452. x Stops. Two Complete Sets 





27 Guis. of Reeds and Octave Couplers 
Cone, “*Gravet.”” 





GTYLE 453. Eneven Srors. Two and one-fitth 
Solaris’ Setsof Reeds, with Octave Coupler 
Cope ‘ GRAVITATE.” and Sub-Bass. 


STYLE 463. Twetve Srovs, Two and one-halt 
‘32 Guis. and one-fifth Seis of Reeds, with 
Cove" Greennouse.”” Octave Coupler and Sub-Bass. 


STYLE 484. Pirreen Stors. With Hake Bou 

87 GUIs. ene. Three and one-half and 

Cove, Grecanious. one-fifth Sets of Reeds, with Octave 
Couplerand Sub-Bass. 


Grand ORGAN AND KNEE SWELL TO ALL STYLES. 


Merat Drarerep Pir Top MAYBE KAD TO EACHOF THE 
ADOVE STYLES (SEE PAGES 6 AND 7). 


a 


Estey Boudoir Organ. 





Height, 6.3ing Width, aft, 54 in. Depth, Tt. Tin, 
‘Weight, boxed, 170 Ths. 





Estey Boudoir Organ. 


WIFH DIAPERED METAL PIPE Top, 





“Mgnt, 667 tng Whoon re. 934 in; Doped. 1.2. 11m. 
‘Weight, boxed. 385 ts 


Estey New Chancel Organ. 


STYLE 550. 
26 Guis. 
Cope, “ GRIMALKIN.” 


STYLE 548. 
28 Guis. 
Cove, “Garin.” 


STYLE 552. 
29 GUIS. 
Cove,“ Grinoere.” 


STYLE 653. 
31 Guis. 


Cone, “* GrinpsTones.”” 





STYLE 563. 
24 GUIS, 
Gove, “ Grossness."” 


STYLE 584. 


39 GUIS. 
Cove, “Growers.” 


Nine Srovs. ‘Two Complete Sets of 
Reels, 


ELuven Stovs. One and three-fifths 
and one-fifth Sets of Reeds, with 
Octave Coupler and Sub-Bass. 


Eueven Srops. Two Complete Sets 
of Reeds, with Octave Couplers. 


Enaven Srors, Two and onesifth 
Sets of Reeds, with Octave Coupler 
and Sub-Bass. 





‘watvE Stors, ‘Two and onchalf 
and onefifth Sets of Reeds, with 
Octave Coupler and Sub-Bass. 


Fisreex Srors. With Harr Hort 
eNNE, ‘Three and one-half and 
one-fifth Setsof Reeds, with Octave 
Coupler and Sub-Bass. 


GRAND ORGAN AND KNEE SWELL TO ALL STYLES. 





Estey New Chancel Organ. 





ESTEY 


New Philharmonic Church Organ, 


“THE PHILHARMONIG CHURCH ORGAN ILLUSTRATED ON THE OPPOSITE PAGE 


Case—Modest in appearance and very substantial. 





Action—Simple, effectiv 





and not liable to get out of order 
Bellows Constructed wish exceptionally large capacity. 


Tone—Combines depth and richness with that sonorous quality 
mg looked for in Reed Organs. 








S. TYLE 803. ‘VEN Srops. Two and one-fifth 
SaaSTGTISMMMG A Sco Rect cave Couple 
Cove, “ Grounpwork.”” and Sub-Bass. 









STYLE 823, Tarr ‘ors. ‘Three and one-fifth 
50 Gu Sets of Reeds, with Ocave Coupler 
Gove, “Guarantor.” and Sub-Bass. 











STYLE 828. Focrseey Stors. ‘Ihree and three 
35 Guis. fifths and one fifth Sets of Reeds, 


Cone,  Gueson."! with Octave Couplerand Sub-Bass. 


Au me Anove Srvizs ant © SoALE, AND FURMISHED WITH PHILMAR- 


uowic Reeos of PHENOMENAL PoweR. 
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2S Ey 


New Philharmonic Church Organ. 





Tength, 4 ft. 324i 





Sate 


Estey New Drawing Room Organ. 


STYLE 1725 
30 Guis. 
Cove “ Hawkeye.” 





STYLE 1727 
32 GUIs. 
Cope, “HAWTHORN.” 





STYLE 1712. 
St Guis 
Cook, " Haversack.”” 


STYLE 1728. 
84 Guis. 
Cove," Haytorr.”” 


STYLE 1743 
8T Gus, 
Cope “ Heantity.”” 


STYLE 1738 
40 Guis. 
Cope, ‘ HEALTHFUL.” 


STYLE 1749. 


42 Gu: 
Cove, ‘ HEaRTsicK.’ 





Nive Srovs. Two Complete Sets of 
Reeds, 


Eunven Srors. Two complete Sets 
Sets of Reeds, with Octave Coup- 
lers 


E1even Srors. One and three-fifths 
and one-fifth Sets of Reeds, with 
Octave Coupler and Sub-Bass. 





Exeven Srovs, Two and onesifth 
Sets of Reeds, with Octave Coupler 
and Sub-Bass. 








‘Tweive Srovs. ‘Twoandone-halfand 
one-fifth Sets of Reeds, with Octave 


Coupler and Sub-Bass. 








‘Tuirreen Srors, Three and one-fifth 
of Reeds, with Octave Coupler 
and Sub-Bass, 





Fistery 





Stops. With Harr Ro 
ENNE. Three and one-half and 
one-fifth Sets of Reeds, with Octave 
Coupler and Sub-Bars. 








GRAND ORGAN AND KNEE SWELL TO ALL STYLES. 


Soe 


Estey New Drawing Room Organ. 





Estey Triumph Organ. 





Length, 4 ft, Aim. Height, 6 ft. Gin. Depth, 17%. 1 ing 
Weight, boxed, 390 Ibs, 
STYLE 168, Thurs Srors, Three and onesitth 
50 Guis, ts of Reeds, with Octave Coupler 
Cove, " Gooontss.”» 'd Sub-Bass. 











STYLE 169, Siuxreex Srors. With Haxr Bou 


64 GUIs. ENrE, Four and one-fifth Sets of 
Cove, *Gooowut.” Reeds, with Octave Coupler and 
Sub-Bass. 
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Estey “Old English” Organ. 














Height, 4%, 7% in; Width, 4, Sing Depth, 1 ft. Tin, 
Weight, boxed, 8501bs, 


STYLE 379. Tuer ‘Three and one-fifth 
45 GuIs. 5 -eeds, with Octave Coupler 








Cove, " Forecasts, 





Estey Gothic Organ. 








Tenge, $f 











STYLE 610, Tumse rors Thee and onesifth 
54 Guis. Sets of Reeds, with Octave Coupler 


Cove, '‘Forsrnonr.”' and Sub-Bass, 





STYLE 612, Serres Srors, With Hasr Bont 


eNNE, Four and onefifth Sets of 
Reeds, with Octave Coupler and 
Sub-Bass, 





68 Guis. 
Coos, “Fresher. 





AN ELEGANT PiPE TOP 
Can BE FURNISHED WITH THE ABOVE ORGAN WHEN DESIRED, 
ar Tex Gunsras exrra. 


=o 


Estey New Acclimatized Organ. 





Height, 8 te. 





Length, §ft.7in.s Depth, 1 £012 Im, 
ight, boxed, 350 Tbs. 





STYLE 200, Tierex Stor. ‘Thiee and one 
Sau: Sith Séin of Rests, with Octave 
icone! Fearne? Coupler and Sub-Bass. 





The Accumarizen Onoan is especially designed and con 
structed to endure hard usage and the severe clinatic tests of 
tropical countries where the extiemes of heat, moisture, the dry 
season, vermin, and many other unfavorable conditions must be 
met and provided for 

Until the advent of the Estey Acctumatizen Orcas, the 
introduction of a musical instrument into India, and other simi 
larly conditioned countries, was extremely hazardous, but each 
succeeding year increases very materially the demand for these 
‘Organs, and the hundreds already sold are bearing constant tes- 
timony to their perfect trustworthiness. 

Every Organ is constructed with the greatest care, even to 
the minutest detail, 





i 


Estey Harmonic Organ. 








Length, 4 1.8 in. (with Blow Lever attached, 5£t.935in.); Depts, 
Height 411.3 in5 Weight, boxed, 39 Its, 


STYLE 85. 
77 Gus, 
Cone, “ FaLueue.”? 





Four and one-fifth Sets of Reeds, with 
‘Octave Coupler and Sub-Bass, 


‘The Hasamonic Oxcan combines very large bellows capacity 


with great variety of tone, and augmented power, in a rich, 






appropriate and very substantial case, 
The capacious dimension of the case secure a reasonance 


rarely attained in Organs of smaller proportions, 


ee 


Estey New Philharmonic Organ. 





Height, 8 fi. 9 ins; Length, 6 £%.5 in, (with Dlow-Lever, ft, $in.: Depth, 
2 


ft, 4in. Weight, toxed, 949 bs. 





STYLE 112, Twenre-Two Stops. Five and one- 
400 Guis. _ fifth Sets of Reeds, including Harr 
Cone wicRaseriar Ui Fouts, Vox Justtante, heavy 
Sup-Bass, with Couplers, Vox 

Humana, &e., &c. 


Specially designed for large halls, concert rooms, conservato- 
ries of music and churches, 

‘Organ construction has reached its highest attainments, so far 
as power and breadth of tone are concerned, in this Organ, now 
for the first time offered to the public. 
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Estey New Students’ Pedal Organ. 


ONE MANUAL ORGAN. 


STYLE 823: tyereux Srovs. Three Sets of 
73 Guis. Reeda 
Cone, ‘'Gaartine.” 










pass, renee, 

Bourdon ...-* (x6) Clarionet 2 (26) 

‘Melodia (8) Diapason (8) 

Viola... :() Flute (a) 
PEDAL CLAVIER (2% OCTAVES). 

Double Diapason.......-(6) Double Duleiana...(x6) s0/t 


(MECHANICAL, see srtow.) 


TWO MANUAL ORGAN. 
STYLE 340. 90 Guis. cove, “German” 


SWELL MANUAL. 

















Dolce 2-8) Gamba... STFPY @) 
Viola . . mp heeeNe)) Flute......... z (4) 
GREAT MANUAL. 

Bour = (26) Clarionet ...... -+ (26) 
Melodia. =) Diapason... 2-8) 
PEDAL CLAVIER (2% ocTaves). 

Double Diapason........(x6) Double Dulciana...(x6) sof 
MECHANICAL. 

Octave Coupler. Knee Swell. Vox Humana, 
Manual Coupler. Hand Blow-Lever 


PEDAL MOVEMENTS. 
Grand Organ. Pedal Swell, Manual Swell, Pedal Coupler. 





WITH EACH OF THE ABOVE STYLES AN ORGAN BENCH 
Is INCLUDED. 


=e 


Estey New Students’ Pedal Organ. 





othe 


Estey Grand Salon Organ. 





Height, 678.7 in. 
We 






$6.7 in.sDopmh, 2. Tin. 
sed, 735 Ths. 





STYLE 910. Six and one-half and one-fifh Sets of 
136 Guis. pieced ny exquisite 
Cone, ‘Friar. Solo Sets, with 
sirable Accessories, 





necessary or de- 





PIPE TOP 90 GUINEAS EXTRA, 
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Estey Two Manual Pedal Organ. 









Lin, (vith Side-Blower atzached, 6 ft.1 in,); Depth, 2 st. 95m, 
edals atiaohed, 4.); Feght, 5 ft. Weight, boxed, 925 Ibs. 


Langth, 
wi 


STYLE 89. 166 auis. cons, "Fatserro."” 








(5 Octaves). 
(5 Octaves) 
34 Octares). 


D PEDAL 


Great Mane 
Swent Manvat - 
PEDAL CLAVIER 








WITH ALL DESIRABLE MECHANICAL, 
‘MOVEMENTS. 
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Estey Two Manual Pedal Organ. 





Length, 5 fe, (with Blower attached, 6 ft, 2 in,); Depth, 2 £9 in, (arith 
Pedals, ft.2in,); Height.5 ft. Weight, boxed, 605 bs. 





SGIYLE 912. 200 cuis. cove, “Granouran.”” 





Great Manvat..‘Three and one-half Sets Reeds (5 Qctaves.) 
SWELL MANUAL. --Three Sets Reeds (5 Octaves.) 
Pepat CLAVIER... =-One Set Reeds (21% Octaves.) 
WITH ALL DESIRABLE MECHANICAL AND PEDAL 
‘MOVEMENTS, 





STYLE 915. 225 curs. cone, “Gtaninaty.” 
‘The above Organ can be had with Pipe Top, if desired, and 
attention is invited to the illustration of the same 
on the second page of cover. 


4 = 


A BRIEF DESCRIPTION OF THE STOPS IN USE IN 
ESTEY ORGANS. 


In speaking of a Stop asa Treble Stop or Bass Stop, we mean 
a set of reeds situated in the wpfer, or treble part of the organ, or in 
the dower, or dass part. 
NAME. 
Banyroxe 


chanacTenisrics. 
Treble. Fall tone but slightly reedy. 
Bass. Rich, prevading tone. 
Bass. Very powerful. 
Base, Full and round, 































Cearionnt » Zredie. Rescribles Clarionet. 

Crenrona 202.7 Bass. Soft and rich. 

Conner Bono .21. Bf Bass. Very soft echo effect. 

Cownerrino ...°./ 2ft Bass. Siring tone. 

Deticanre - Bic Zreble. Brilliant, piquant. 

Dinrason. Sf, Tredée. Round full tone. 

Durciana .- Bie Zredle. Similar to Diapason but softer. 

Doce Bit Bass. Similar to Melodia but softer, 

Fiore 4. Zredc. Brilliant but not reedy. 

Gana Bit Bass. Smooth and pipe-like. 

Haxe Zit. Bass, Closely resembles olian Harp. 

Haurnoy Bit. Zredle, Reedy. Effective solo stop. 

Matopia : Sit. Bass. Same quality as the Diapason. 

Pepat Bass ......16 ft. Deep, round and full. 

PeINcirAL .-.100.) 4 ft Treble Very bright and cleat. 

Rovat Juniante.16 ft Treble. Very fine solo stop. Large, 
round tone. 

‘Sus-Bass =--16f. Bass, Very deep and powerful. 

SumBourvon |... .32 ft. redle, «[eautiful solo stop. 

Viota .... Aft Bass. Same characteras Flute set. 

Vioerra... ft. Bass. Very soft, smooth tone, for ac- 
‘companiment. 

Vox Jusianre... Bf. Treble. Very effective as a solo, but 
imparts a peculiar brilliancy 
to all, 

Watp Fuure..... 2ft. Treble, Very clear and penetrating. 

MECHANICAL STOPS. 


Forte... Opens awells, and augments the tone, 
Guan ORGAN ise Brings into use all the reeds in the organ at once. 
Octave Courter. .When any key ie depressed, its octave above is 
also depressed, thereby doubling the tone, 
Sameoffect as Forte, only more gradualié desired. 
Pier In organs with two manuals, so connects them, 
that, when a key on the lower manual is de- 
prested, it also’ depresses the corresponding 
ey of the upper manual 
Pepat Covrix..-In organs having pedal keys, so connects the 
manual that, when the pedal is depressed, its 
corresponding key in themanual is depressed 
and responds also. 
Vox Heustana .... Impaits to the tone a th 





Ewer Sweet, 
Manvat Cou 











ing wave-like effect. 





